ORDERING INFORMATION 


Request for price quotations and other inquiries should be directed to our 
local sales engineers or IBM Industrial Products, 1000 Westchester Avenue, 
White Plains, New York 10604. 

Terms: Net thirty days, F. O. B. East Fishkill, New York. 

All written quotations are effective for thirty days from date of quotation. 

A single order may be distributed over a twelve-month period from the 
first to the final shipment, for application of mixed quantity discount. 


Minimum Order: $25.00. 


Decreases in quantity of acknowledged orders will subject the entire order 
to the applicable price on the revised quantity. Supplemental billing on 
invoices already issued may be required. 

If for any reason IBM discontinues a part number, all potential users will 
be notified at least one year in advance. 

IBM reserves the right to make changes in specifications, prices and per¬ 
formance. Furthermore, because of the nature of its production, IBM 
cannot guarantee the indefinite availability of any of its modules. 

General: 

Please Specify: 

1 . IBM part number, module type. 

2. Method of shipment. 

3. Required delivery date. 

4. Special instructions including tax exemption qualifications. 




